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1* General Cabell 3ti21 is not satisfied 
2#e* or the attached propped .'.egolaticai 



oh 


2* Spe cifically , he areas so smsaa shy the 'jsbmsi aho aM 
place itself in a stnd^Mtet tgr mairtHg oa iroewlad rule 
Sa <M3haeey.cn with Begulatieo® to the affect that (a) we will 

KITaJS*** m ^ vmim or adviao his to resign, 

\®/ if fee chooses to resign, however, parlor to % oodDlotion 

fJZO^r fiff S f «*”**■ «• *ul aoeapt his nation 

(Oaoeral C&beU feels strongly that this should not always be 
ms- -mm) $ lei m will not refuse the roai giatl o a of m tm~ 

** W «hy action to ooapel M® to regain in the 
service asyoad the date he desires to regain* 

J* *** ®r® «wjs«at®d to direuss this with the Assistant 
5i3fe«tor for P@reaaael and the General Ceassel at the earliest 
PMwMnrfO® oato and to submit a revised prraoaed regulation 
to this Office not later than 28 January I?#!* 
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Acting Deputy Director 
(Adrlnistratlao) 

c«* Asidetsat Director for 
Ommr&X. cvmmtl 
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